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UNCLASSIFIED 

PAGE 01 DAMASC 07759 190938Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

095265 191404Z/53 

R 190823Z DEC 77 
FM AMEMBASSY DAMASCUS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6045 
AMEMBASSY ATHENS 

UNCLAS DAMASCUS 7759 

ATHENS FOR RTDO 


Message Text 


E.O. 11652: NA 
TAGS: BTIO, SY 

SUBJECT: FGT: STEEL-CORD ALUMINUM AND STEEL EARTH CONDUCTORS FOR 
220 K.V. OVERHEAD ELECTRICAL TRANSMISSION LINES. 


1. 502 /DAMASCUS/ T-28 

2. DECEMBER 9, 1977 

3. MICHAEL DAVIS 

4. 502 SYRIA 

5. N 

6. PUBLIC ESTABLISHMENT OF ELECTRICITY, SULTAN SALIM STREET, 
DAMASCUS, SYRIA. 

7. 650 

8. JANUARY 19. 1978 

9. 201 -FOREIGN GOVERNMENT TENDER 

10. SIC 36430 

SUPPLY OF STEEL-CORD ALUMINUM AND STEEL EARTH CONDUCTORS FOR 
220 K.V. OVERHEAD ELECTRICAL TRANSMISSION LINES, ACCORDING 
TO SPECIFICATIONS AND QUANTITIES GIVEN IN THE BOOK OF 
CONDITIONS. BID AND FINAL BONDS 150 THOUSAND SYRIAN POUNDS, 

AND TEN PERCENT OF CONTRACT VALUE. DELAY PENALTY ONE SYRIAN 
POUND PER THOUSAND DAILY. PERIOD OF DELIVERY MUST BE MENTIONED 
IN OFFER AND IS CONSIDERED A FACTOR OF PREFERENCE. 

UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 DAMASC 07759 190938Z 


11. MODE OF PAYMENT: NOT DEFINED. BOOK OF CONDITIONS OBTAINABLE 
FROM EXTERNAL CONTRACTS DEPT. AT ESTABLISHMENT, 

AGAINST PAYMENT OF 100.00 SYRIAN 

POUNDS, (ONE US DOLLAR EQUALS SYRIAN POUNDS 3.90). 

MURPHY 
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